HOTEL EAU CLAIRE 

L. W. REYNOLDS, PRESIDENT-MANAGER 

EAU CLAIRE, WISCONSIN 
170 Comfortable Rooms 

Eau Claire's Leading and Only Fireproof Hotel 
Colonial Grill - Continental Bar - Coffee Shop 
Recommended by Duncan Hines 
in "Adventures in Good Eating." 
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